128                         GREEK  ARCHITECTUEE

pronaos, or front porch, and  tlie  opisthodomos, or rear
porch, three quarters of the cella breadth.

In elevations the fundamental ratios seem to have been
variously constituted. For example, the krepidoma,
the gable, or the sinia of the cornice might be included or
excluded from the computation. When the stylobate
was taken as the base of the rectangle, the krepidoma was
naturally excluded. The gable and the sima of the
cornice, not being factors of the side elevation of a temple,
were also usually excluded. In the case of elevations,
therefore, the fundamental ratios were usually made up of
the breadth or length of the stylobate on the one hand,
and of the height of the order on the other. Measured
thus the general proportions of the fagade of Greek
temples varied from a square to long rectangles. These
variations depended chiefly upon the number of columns
to be exhibited in front. The variations due to differ-
ences of style or period were less important. The square,
as a major ratio, may be recognized in the fagades of most
tetrastyle temples of all periods. If ten units be arbitra-
rily established as the measure of the height of the columns
and entablature, then the length of the front stylobate
seems to have been about fourteen for Ionic, and eighteen
for Doric, hexastyles, about twenty for octostyles, twenty-
two for decastyles and thirty-six for dodecastyles.1

Basilicas, according to Vitruvius,2 should exhibit a
breadth of not less than one-third, nor more than one-
half, their length. That is to say, they have much the
same dimensions as the stylobates of temples. The

1 These measurements are deduced from the measurements given by
Hittorff et Zanth, 393-401.
* Vitruvius, V, 1, 4.